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A COMPLETE LINE 


EMPIRE 





LEVELS 

MAKES WORK EASIER 



POCKET LEVEL 



LINE LEVEL 



No. 26-E. Aluminum alloy—groovod bot¬ 
tom Includes level with pitch graduations 
—plumb and 45**. Colored fluid vials. 
Polished top, satin-finished sides. 9" long. 
Weight % lb. Patented. 


No. 28-E. Chrome Aluminum—Stream¬ 
lined with pocket clip. Grooved bottom 
and sides for use on pipes. Proved level 
glass with pitch graduation. 5" long. 
Weight 1% ounces. 


No. 25* E. Hexagon aluminum body, pol¬ 
ished, 3** long, proved vial with yellow 
fluid. Hooks designed to hold level secure 
to line. Flat bottom for surface use. 
Weight H ounce. 


ALUMINUM-BOUND MASON LEVEL • MAHOOANY 



No. 56-E. Fitted with patented vial holders which can be easily replaced or adjusted. The Stock is Honduras 
Mahogany. Finished Natural. Aluminum binding on corners and ends. Sizes 42" and 48". Weight 3 lbs. 


NARROVlf WALNUT LEVEL 



No. 666 . Solid American Walnut—1 level, 1 plumb, 
Proved Vials. Brass trim—lacquered Natural. 2" 
wide X thick. I^engths: 12", 16", & 18", Weight 
each % lbs. in order listed. 

ALUMINUM LEVEL 



No. 155. 2 levels. 2 plumbs, and 4.S* glass. Strong 

aluminum Alloy Frame, carefully machined. Solid 
Set vials. Black Trim. A very neat looking tool. 
I^ength 18" weight each t lb. 


stock Up 
Now! 
Workers 
Want Them! 


FOUR-GLASS LEVEL 


% nil ^ ^ 


No. 381. Northern White Pine, 24" long. Sensitive 
proved vials with colored fluid. “V” shaped Anger 
grips. Has a lustroas walnut finish with Blue and 
Gold Trim. Weight 1V4 lbs. 


ALUMINUM LEVEL SIX GLASS 




No. 156. 2 levels, 4 plumbs. Strong aluminum alloy 

frame. Precision machined. Solid set vials covered 
by protecting glas.se.*^. Black Trim. Sizes 24". 26", 28", 
* 30". Weight tach 1^. 1%, 2. & 2Vi lbs. In order 
listed. 


PLAIN MASON LEVEL 
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No. 51-E. Genuine White Pine Stock x 2%". 2 levels ^ 1 plumhs. V-shai)ed Anger grips. High aiui low 

plumb readings. Maroon enamel finish—Gray Trim. Sizes 42" and 48". Weight 1% lbs. 


ALUMINUM MASON LEVEL 



No. 3-E. 42" long, 2 levels, 4 plumbs—easily repaired. Precision milled edges, highly polished. An exceptionally 

fine level for the mo.st particular mechanic. Can be fltt€d wMth ground vinis if desired. Frjune section 
1 3/32 X 2 5/16". Weight 3% lbs. 


INTERCHANGEABLE VIAL • ALUMINUM LEVEL 



No. 151-E. 6 glas-ses. Strong Aluminum alloy, cast in steel mould. Precision machined, parallel and straight to 

accuracy of .001". Carefully designed for greatest strength with lea.st weight. Interchangeable vials 
provide for quick repairs. Vial case unit (No. 67-P') can be used for level, plumb, or 45* glass. EMges 
highly polished. Black trimming, FYame measures 1 3/16" x 2 5/16". Sizes 18", 24", 28", dt .30". 
Weight each 1%, 2, 2^A, & 2% lbs. 


ic Writ* for Catalog .. . L*t EMPIRE Boost Your LEVEL PROFITS! ir 


EMPIRE LEVEL MFG. CO. MILWAUKEE, WISC. U.S.A. 


Contractors, Inspectors, and Good Mechanics DEMAND EMPIRE LEVELS 


Mention Hardware Age When Writing 














































